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TABLE 6.3   Precipitation of Sulfides*

Precipitated atpH7
	Not Precipitated at Low pH
	Forms a Soluble at High
	Complex pH

As-
	
	X
	

Air"
	
	X
	

Cd2+
	
	
	

Co2+
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Cu2+
	
	
	

Fe2+fa
	X
	
	

Ge2+
	
	X
	

Hg2+
	
	X
	

In3+
	X
	
	

Ir4-
	
	X
	

Mn2+fi
	X
	
	

Mo3 +
	
	X
	

Ni2+
	X
	
	

Os4+
	
	
	

Pt2 + ^                                                                V

r I                                                                            jf\.

Re4+

Ru4+

Sb3+ft                                                         X

Se2+                                                           X

Sn2+                                                           X

Te4+                                                           X

Zn2+                         X

sFrom Reference 29.

Higher oxidation states of this ion are reduced by sulfide ion
and precipitated as this sulfide.

C.   CHEMICALS IN WHICH AN ANION PRESENTS A RELATIVELY
HIGH HAZARD

The more common hazardous anions are listed in Table 6.2. Much that
was said about the disposal of chemicals containing a hazardous cation
applies equally to this class. Note that the hazard associated with some